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SUBJECT: GERMAN SPECTROMETER SYSTEMS AND LASERS TO 
USSR, IL 1529 AND 1522 

REF: (A) COCOM DOC (76) 178, (B) COCOM DOC EA (75) 

479, (C) STATE 300761, (D) OECD PARIS 32965 

1 . FRENCH DEL ASKED GERMAN DEL, AT COCOM MEETING 2/24, 
WHY GERMAN AUTHORITIES BELIEVE THAT FIR 30 AND MIR 160 
INFRARED FOURIER SPECTROMETER SYSTEM IS COVERED BY IL 
1529 (B)(4). FRENCH VIEW WAS THAT WHEN SUCH EQUIPMENT 
WAS EXPORTED AS SOFTWARE CONNECTED TO COMPUTER THAT 
1565 APPLIED. THEY CITED IN SUPPORT US STATEMENT 
RECORDED IN COCOM DOC. EA (75) 479.1 THAT IL 1529(B)(4) 

DID NOT APPLY TO THAT CASE BECAUSE ALL FUNCTIONS WERE 
PERFORMED ONLY BY SOFTWARE. 

2. ACTION REQUESTED: APPROPRIATE INSTRUCTIONS IF 
CLARIFICATION OF US POSITION IN EA (75) 479 AS REGARDS 
REFCASE A IS REQUIRED. 
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